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Message Text 

UNCLASSIFIED 

PAGE 01 TOKYO 00081 040855Z 
ACTION OES-07 

INFO OCT-01 EA-12 ISO-OO EB-08 COME-OO PM-05 ACDA-12 
CIAE-00 INR-07 10-14 L-03 NSAE-00 NSC-05 NRC-07 
DODE-OO SS-15 SP-02 /098 W 

064569 040918Z/12 

R 04083 1Z JAN 78 
FM AMEMBASSY TOKYO 
TO DOE GERMANTOWN 
DOE WASHDC 

INFO SECSTATE WASHDC 4054 

UNCLAS TOKYO 0081 

DOE FOR MORABITO 

E.O. 11652: N/A 
TAGS: TECH, JA 

SUBJECT: MEETINGS ON HYDRAULIC FLOW AND S.G. 

1 . PNC APPRECIATES YOUR CABLE ON SPECIALISTS MEETING ON HYDRAULIC 
FLOW AND AGREES THAT MEETING START JANUARY 30, MONDAY. ARRIVAL 
SCHEDULE OF PNC ENGINEERS WILL BE COMMUNICATED TO YOU AS SOON 
AS POSSIBLE. 

2. RE STEAM GENERATOR SEMINAR, PNC AGREES TO HAVE SEMINAR 
STARTING FEBRUARY 20 THROUGH 24 IN JAPAN. HOWEVER, PNC HAS 
ARRANGED TWO AND A HALF DAY DISCUSSION AND TWO AND A HALF DAY 
VISITS TO SEVERAL MANUFACTURER S PLANTS STARTING 13 FEBRUARY AS 
PROPOSED BY PNC LETTER OF SEPTEMBER 6 ADDRESSED FROM MIKI. PNC 
PRESUMES THAT US DELEGATES WILL ARRIVE BY FEBRUARY 12 AND REQUESTS 
CONFIRM. PNC ALSO REQUESTS PRIMARY CONTACT FOR THIS SEMINAR. 
JAPANESE CONTACT IS KENJI TANAKA, S.G. DEPT. HEAD AT O-ARAI. 

SUGGEST CONTACT THRU PNC TOKYO THRU EMBASSY. 

MANSFIELD 

UNCLASSIFIED 
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